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The Gancelleresca bastarda just spoken of was written with a fairly broad quill pen without special pressure. The fine French Hand., however, of the
middle of the seventeenth century, here reproduced, required, with its ingenious, elegant flourishes, a pen cut very narrow and with a deep slit.